BRUTON  PARISH  CH URCH.  WILLI AMSBURG.  VA. 


BRUTON  PARISH  CHURCH.  1710-1715 
Cloaely  linked  with  the  city't  history,  this  edifice  dates 
from  1715,  at  which  time  it  was  completed  on  the  site  of 
an  earlier  church.    To  be  restored. 
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